
8 AUG 1956 


MEMORANDUM FOR: Acting Deputy Director (Support) 
SUBJECT: Support of National ELINT Effort 


1. This Office has reviewed the proposal submitted by the 
Assistant Director for Scientific Intelligence and the ELINT 
Staff Officer. 

2. Funds to carry out this proposal are included within the 
approved Fiscal Year 1957 Operating Budget for the Office of 
Scientific Intelligence. 

3. In view of the problems involved in the ceilings and the 
decisions which the Director will be asked to make in the next 
few days, it is suggested that a specific increase in personnel 
ceiling not be approved until the Director has considered the 
overall celling situation. 



E. R* SAUNDERS 
Comptroller 
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